MINUTES OF THE AUGUST 3RD, 2015 
ARLINGTON BOARD OF ASSESSOR'S MEETING 


The meeting was called to order at 5:30pm by Chairman Robert Greeley. Also present: Board 
Member s Kevin Feeley and Mary Winstanley O'Connor and Paul Tierney, Director of Assessments. 

Minutes 

Motion made by Robert Greeley to approve the minutes from the July 13th, 2015 meeting. 

Kevin Feeley second the motion and the minutes were approved. Mary Winstanley O'Connor abstained 
from the vote. 

Old Business 

Director of Assessments Tierney updated the Board of Assessor's on the changes made to values 
to date due to do result of a sales review. Director Tierney also Informed the Board that Patriot 
Properties has been working on Personal Property accounts and that Patriot Properties expects to have 
some preliminary findings regarding Commercial and Industrial property within the next several weeks. 

New Business 

No new business 

Correspondence 

No Correspondence 


Chairman Greeley motioned to enter Executive Session at 5:55pm. Roll call vote was taken and 
motion passed. Mary Winstanley O'Connor abstained from the vote. 


Respectfully submitted. 




Paul Tierney I 

Director of Assessments 




